ENTRANCE #5 


~» ENTRANCE #4 


KISS & RISE 


ENTRANCE #2 VENT STRUCTURE 


ENTRANCE #6 


ENTRANCE #1 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA PROJECT SITE PLAN 
IMPROVEMENT PROJECT- 65% DESIGN ILLUSTRATIONS 
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ARMSTRONG MAPLES 
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DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA PLAZA LANDSCAPE PLAN 
IMPROVEMENT PROJECT- 65% DESIGN ILLUSTRATIONS 


OVERHEAD 
OVERHEAD STATION ID SIGN 
STATION ID SIGN 
SANITARY SEWER LATERAL & 
CLEANOUT FOR FUTURE CONNECTION 


INTERCHANGEABLE METAL PANELS 
FOR FUTURE ART INSTALLATION 
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DIRECTIONAL WAYFINDING, TRANSIT INFO /~ 
DESTINATION MAP & REAL-TIME DISPLAY 
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BERKELEY PLAZA PLAN 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA PLAZA SITE PLAN 
IMPROVEMENT PROJECT- 65% DESIGN ILLUSTRATIONS 


WAYFINDING, UTILITY STUBOUTS 
AND FUTURE ART ELEMENTS 
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, NEW BIKE RACKS 


NEW ROLL-UP GATE . 
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SHATTUCK AVENUE 


REMOVE EXISTING 


PLANTER, INSTALL UP GATE 
NEW BIKE RACKS 
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ENTRANCE AREA 4 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA 


IMPROVEMENT PROJECT- 


ENTRANCE 2, 4, 5AND 6 AREA PLANS 
65% ILLUSTRATIONS 


REMOVE EXISTING REMOVE EXISTING STRUCTURE 
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REMOVE PORTIONS OF 
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DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA EXISTING ENTRANCE 3 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS DEMOLITION PLAN AND SECTION 
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NEW GLASS TREAD 
STAIRS 


NEW GLASS FLOORING 


NEW GLASSAND_ \y 
STEEL SIDE WALLS 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA ENTRANCE 3 HEADHOUSE 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS FLOOR PLAN 


NEW GLASS ROOF 


NEW GLASS ROOF 
NEW GLASS AND 
STEEL SIDE WALLS 


NEW LED DISPLAY 
SCREENS 


NEW ROLL 
UP GATE 
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SOUTH ELEVATION WEST ELEVATION 


NEW GLASS AND 


STEEL SIDE WALLS NEW GLASS ROOE 


NEW ROLL 
UP GATE 


NORTH ELEVATION EAST ELEVATION 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA ENTRANCE 3 HEADHOUSE 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS ELEVATIONS 


NEW ROLL 
UP DOOR 


NEW GLASS AND 
STEEL SIDE WALLS 


NEW STAIRS 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 


ENTRANCE 3 HEADHOUSE 
LONGITUDINAL SECTION 


NTRAN FLOOR PLAN — PLAZA ENTRANCE 3 FLOOR PLAN — CONCOURSE LEVEL 


DOWNTOWN BERKELEY BART PLAZAAND TRANSIT AREA ENTRANCE 3 STAIRS 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 


NEW GLASS AND NEW METAL 
STEEL SIDE PANEL SYSTEM 
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ENTRANCE 1/VENT STRUCTURE SECTION 


NEW METAL PANEL 
SYSTEM - 


NEW CEMENTICIOUS INTERCHANGABLE 
COATING OVER BRICK FOR FUTURE ART 
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UTILTIY 
PANELS 
ACCESS 


ENTRANCE _1/VENT STRUCTURE EAST ELEVATION VENT STRUCTURE SOUTH ELEVATION 


ENTRY STAIR MODIFICATION AT PLAZA 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA ENTRANCE 2 AND ART WALL 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS MODIFICATIONS AT PLAZA 


NEXTBUS DISPAY 4 
2 SIDED . 


MAP CASE 


LEANING RAIL 


GLASS AND 


LEANING RAIL STEEL SIDE WALLS—— 


BUS SHELTER 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 
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DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 
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NEW ENTRY STAIRS AT 
ENTRANCE 3 HEADHOUSE 


NEW STEEL CAP 


STRIP LED 
LIGHTING 
CEMENTICIOUS 


REMOVE COVED = COATING 
BRICK BASE | OVER BRICK 


STRIP LED 7 
LIGHTING = 


ENTRANCE 1 PARAPET DETAIL ENTRANCE 1 GLASS SCREEN DETAIL 1 


ENTRANCE 1 GLASS SCREEN DETAIL 2 


DOWNTOWN BERKELEY BART PLAZAAND TRANSIT AREA ENTRANCE 1 DETAILS 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 


aS 
\ es 
‘LED CATENARY \ 
FIXTURES LED CATENARY 


FIXTURES 
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PEDESTRIAN LIGHT F4 PEDESTRIAN LIGHT F1 PEDESTRIAN LIGHT F4 POLE MOUNTED 


DOWNTOWN BERKELEY BART PLAZAAND TRANSIT AREA PLAZA LIGHTING DETAILS 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 


BICYCLE RACK DETAIL TREE GRATE AND FRAME DETAIL TREE GUARD DETAIL 


SEATING CUBE DETAIL TRASH/RECYCLING DETAIL 


DOWNTOWN BERKELEY BART PLAZAAND TRANSIT AREA SITE FURNISHINGS 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS 


RECESSED PLANTER 


NEW PAVERS 
RAISED EDGE 


BIORETENTION AREA 
TO CAPTURE AND 
TREAT STORMWATER 
RUN OFF 


DOWNTOWN BERKELEY BART PLAZA AND TRANSIT AREA STORMDRAIN / 
IMPROVEMENT PROJECT- 65% ILLUSTRATIONS BIORETENTION DETAIL 


